This report is required by law (7 USC 2143). Failure to report according to the regulations can 


See reverse elds for 


Interagency Report Control No 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CLISTOMER NO. 

73-R-0014 1395 

FORM APPROVED 

0MB NO. 05794)036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wtih USOA, 
Include Zip Code) 

NORTHEASTERN STATE UNIVERSITY 

BIOSCIENCES RESEARCH FACILITY 

TAMI POI lAM OK- 74464 

(b)(6), (b)(7)(c) 

3. REPORTiNia FACILli i (Ljs( all locaoons wnere animate were housed or used In actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additiona) 
sheets if necessary.) 


FACILITY LOCATIONSl'tfea) 


See Attached Listina 

(b)(2)High, (b)(7)(F) 


REPORT OF ANIMALS USED BY 

OR UNDER CONTROL C 

)F RESEARCH FACILITY (Attach eddldonet sheets It necessary or use APHIS FORM 70234 ) | 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animate being 
bred. 

conditioned, or 
held for uae in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expertments, or 
lasts were 
conducted 

Involving no 
pain, distress, or 
use of pain- 
raHevIng drugs. 

D. Number of snlmals upon 
wNch expertments, 
teaching, resrarch, 
surgery, or tests were 
conduced Involving 
accompanying pain or 
distress to the animals 
and for which approprtale 
aneslhabc, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
axpertmants, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and fbr which the use of appropriate 
anesthetic, analgetic, or lianquilizing drugs would 
have adversely afleded the procedures, results, or 
Inlerpralallon of the teacNng, research, 
expertments, surgery, or teats. (An explanation of 
the procedures producing pstn or disirass In these 
enimale and the raaaons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 
D*e) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9, Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11 Pigs 

0 

0 

0 

0 

0 

:2. Other Farm Animals 

0 

0 

0 

0 

0 







1 3. Other Animals 

0 

0 

0 

0 

0 



















j ASSURANCE STATEMENTS 
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and loiiowing actual research, leaching, testing, surgery, or expertmantallon were followed by this research facility. 
2) Each prtncipal investigator has considered alternatives to painful procedures. 


3) I his facility is adhertng to the standards and regulations under the AcL and It has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal invasli^tor and amoved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the excepUons Is attached to this annual report. In 
addibon to identifying the lACUC-appraved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

"** *° *'”'"'**'* a'^a'lt'ale veterinary care and to oversee the adequacy of other NOV 3 0 2007 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
rtify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


:iAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvne or Print) 

DATE SIGNED 

a 1 

(b)(6), (b)(7)(c) 

(b)(6), (b)(7)(c) 



•23 (Oct 88), which Is obsolete PART 1 - HEADQUARTERS 






























































